ITALIAN VINEYARD COMPANY'S PLANT (4000 ACRES), GUASTI, CAL. 


SPIRIT AND FORTIFICATION ROOMS FERMENTING CELLARS, CAPACITY 1,000,000 GALLONS 


ITALIAN VINEYARD CO. 
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Owners of the largest vineyard 
4,000 acres at Gu 
planted to the finest vari 
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